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Message Text 


CONFIDENTIAL 

PAGE 01 MOSCOW 05702 241050Z 
20 

ACTION OC-05 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO /018W 

026169 

P R 240940Z APR 75 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC PRIORITY 9583 
AMCONSUL FRANKFURT 

CONFIDENTIAL MOSCOW 5702 

E.O. 11652: GDS 
TAGS: ACOM US UR 

SUBJECT: FAULTY DCL CIPHER EQUIPMENT 
FOR A/OC 

REF: MOSCOW 4694 AND PREVIOUS 

V/O MASHPRIBORINTORG HAS AGAIN ASKED EMBASSY TO ASCERTAIN 
ON URGENT BASIS STATUS OF PURPOSRTEDLY DEFECTIVE DCL FC-12 
CODER EQUIPMENT. EVEN IF EQUIPMENT HAS NOT YET BEEN 
FULLY CHECKED OUT, AN INTERIM RESPONSE TO PACIFY 
MASHPRIBORINTORG WOULD BE USEFUL. PLEASE ADVISE. 

STOESSEL 


CONFIDENTIAL 
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